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UNCLASSIFIED 

PAGE 01 MOSCOW 13191 291448Z 
53 

ACTION SCI-06 

INFO OCT-01 EUR-25 ISO-OO INT-08 NSF-04 AEC-11 EB-11 

COME-OO FPC-01 FEAE-00 L-03 CIAE-00 INR-11 NSAE-00 

RSC-01 10-14 OIC-04 NAS-01 DRC-01 /102W 

096490 

R 291420Z AUG 74 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 2025 

UNCLAS MOSCOW 13191 

E.O. 11652: N/A 
TAGS: TGENENRGUR 

SUBJECT: US-USSR S&T AGREEMENT: ENERGY AREA: HYDROELECTRIC 
POWER STATIONS PROJECT 

FOR SCI 

REF: A) STATE 182664; B) STATE 175991; C) STATE 165601 

1. GORTINSKIY OF MINPOWER HAS INFORMED EMBASSY THAT OCTOBER 
VISIT NOW PROPOSED BY US DELEGATION WOULD BE INCONVENIENT 
FOR THE SOVIET SIDE BECAUSE KUDOYAROV WILL BE OUT OF MOSCOW 
FROM OCTOBER 5 THROUGH THE END OF THE MONTH FOR MEDICAL 
TREATMENT. THEREFORE, SOVIET SIDE PROPOSES US DELEGATION 
PLAN TO MAKE TRIP IN THE SPRING OF 1975. 

2. IN REGARD TO PROGRAM FOR DELEGATION, TROITSKIY OF MIN 
POWER WILL BE PREPARED TO DISCUSS THIS WITH GRAHAM DURING 
THE FORTHCOMING JOINT MEETING OF THE ENERGY WORKING GROUP 
COORDINATORS IN SEPTEMBER. 

STOESSEL 
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